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Skidmore, Owings & Merril 


AGENDA 
CIA Review Meeting 


September 18, 1981 


1. Overall status 

2. Geotechnical proposal from Dames & Moore 

3. Utilities Plan: scope 

4. Oct. 1 presentation: need cost info or handout? 


5. Review of reception center schemes 
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